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TAGS: OCON, OECD 

SUBJECT: OECD, EIGHTH MEETING OF THE STANDING GROUP ON 
EMERGENCY QUESTIONS, IEA, PARIS, NOVEMBER 20-21, 

1975 

PLEASE ACCREDIT US DEL TO SUBJ MTG AS FOLLOWS: 

REPRESENTATIVE 

RICHARD MARTIN 

OFFICE OF FUELS AND ENERGY 

BUREAU OF ECONOMIC AND BUSINESS AFFAIRS 

DEPARTMENT OF STATE 

ADVISERS 

DENNIS SHERMAN 

FEDERAL ENERGY ADMINISTRATION 

WILLIAM STEEGER 

OFFICE OF ENERGY POLICY 

DEPARTMENT OF THE TREASURY. INGERSOLL 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE271681 

Document Source: CORE 

Document Unique ID: 00 

Drafter: IO/OIC:MW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750400-0698 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 9751 139/aaaabito. tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN OIC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 AUG 2003 by ReddocGW>; APPROVED <20 FEB 2004 by izenbei0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OECD, EIGHTH MEETING OF THE STANDING GROUP ON EMERGENCY QUESTIONS, IEA, PARIS, NOVEMBER 20-21 
TAGS: OCON, OECD 
To: OECD PARIS 
Type: TE 
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